ANDREWS INTL / HBID INCIDENT REPORT/LOG 


FOOT BEAT F-B-5 / VEHICLE # 2 


DATE 


OFFICER 1 
OFFICER 2 


11-24-15 
C. MOONEY # 124 
P. GONZALES # 197 


SUPERVISO M.COOGLE 


R 


1200 


1315/13 
295 


1350/13 
595 
1355/14 
54 


1515/15 
295 


1525/15 
30 


1540/15 
45 


1605/16 
20 


BRIEFING; ALL EQUIPMENT CHECKED OUT IN GOOD 
WORKING ORDER. 


BUSINESS CONTACT AT 1810 CAHUENGA (711). WE 
SPOKE TO EMPLOYEE BRALLIO. ALL CHECKED OK. 


DETAIL ; DELIVERED PACKAGE TO KARRIE’S OFFICE. 


TRESPASS ORDER FORMS DELIVERED/ BUSINESS 
CONTACT. 


BED & BEYOND AT 1557 VINE STREET. WE SPOKE TO 
EMPLOYEE BRENT. 


BIG WANGS; WE SPOKE TO EMPLOYEE WILLIAM. 


SIREN STUDIOS AT 6087 SUNSET BLVD. WE SPOKE 
TO EMPLOYEE HILLARY. 


THE CONNECTION. WE SPOKE TO EMPLOYEE TONY. 


BUSINESS CONTACT AT 1634 ( SUNSHINE PARKING ). 
WE SPOKE TO EMPLOYEE VIVIAN. ALL CHECKED OK AT 
THIS TIME. 


BUSINESS CHECK AT THE L.A. FITNESS CENTER. WE 
SPOKE TO SECURITY OFFICER GERALD. THERE WERE 
NO ISSUES AT THIS TIME. 


BUSINESS CHECK AT 1600 VINE STREET ( WELLS FARGO 
BANK ). WE SPOKE TO EMPLOYEE DONAVAN. ALL 
CHECKED OK. 


BUSINESS CONTACT AT 1820 CAHUENGA ( THE 
LAUNDRY LAND ). WE SPOKE TO EMPLOYEE MADIA. ALL 
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1620/16 
30 


1700/17 
30 
1730/17 
45 


1805/18 
50 
1815/18 
295 


1840/18 
50 


1955/20 
00 


200/201 
0 


2030 


CHECKED OK. 


ASSIST B-2 AT 1815 CAHUENGA ( YUCCA MARKET ) 
REGARDING TWO 415 SUBJECTS DRINKING ON THE 
PROPERTY.. 


CODE-7. 


ASSIST F-B-2 AT 1400 VINE STREET ( CHIPOTLE ) 
REGARDING A 415 FEMALE REFUSING TO LEAVE.. 


OFFICE; UPDATED LOG AND TRESPASS REPORTS. 


BUSINESS CHECK AT THE SYCAMORE PARKING 
STRUCTURE AT 7021 HOLLYWOOD BLVD. L-5 CHECKED 
SEVERAL LEVELS . CHECKED OK. 


ASSIST F-B-2 AT 1813 CAHUENGA BLVD. ( YUCCA 
MARKET ) 415 SUBJECT IN FRONT. 


RADIO CALL AT 6517 HOLLYWOOD BLVD. REGARDING A 
415 SUBJECT. THE SUBJECT WAS GO. 


BUSINESS CHECK AT 6801 HOLLYWOOD BLVD. ( THE H 
& H PARKING STRUCTURE ). WE CHECKED SEVERAL 
LEVELS FOR LAMC VIOLATIONS. NONE OBSERVED. 


END OF WATCH; ALL EQUIPMENT RETURNED IN GOOD 
WORKING ORDER. 
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